DOCKETED ITEMS       73

9203100122 Notifies that util request for an amend of matls license SNM-2501 cannot
be processed currently.NRC is planning to conduct some drop tests & until results of
tests are analyzed amend will not be granted.

HAUGHNEY.C.J. Source Containment a Devices Branch (Post 911213). 92/03/05.
STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 2pp. 60899:313-
60899:314.

9203120342 Forwards amend 6 to License SNM-2501 for storage at util ISFSI per
911120 application.Amend adds instrument tolerance to pressure switch low pressure
alarm setpoint for Westinghouse MC-10 storage cask.

HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 92/03/05.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 4pp. 60933:020-
60933:034.

-9203120363 Amend 6 to License SNM-2501 for VEPCO.adding instrument tolerance
band to pressure switch low pressure alarm for Westinghouse MC-10 storage cask.
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05.
4pp. 60933:024-60933:027.

-9203130040 Safety evaluation supporting amend 6 to License SNM-2501,to allow tol-
erance band for pressure switch low pressure alarm setpoint for MC-10 casks.
SCHNEIDER.J.F., STURZ.F.C. Source Containment & Devices Branch (Post 911213).
92/03/05. 2pp. 60933:028-60933:029.

-9203130047 Confirms that util request for amend to SNM-2501 to add instrument tol-
erance band is minor change.No increase in radiation exposure.effluent or accident
probability. Environmental assessment/impact statement not required.
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05.
Source Containment & Devices Branch (Post 911213). 2pp. 60933:030-60933:031.

-9203130057 Notice of issuance of amend 6 to License SMN-2501.
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05.
3pp. 60933:032-60933:034.

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon-
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor-
mances w/which util did not agree.

MACDONALD.C.E. Transportation Branch. 92/03/19. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328.

DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203160089 Forwards rev 27 to Prairie Island Security Plan. Rev withheld (ref
10CFR73.21).

PARKER.T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc-
ument Control Desk). 1p. 60946:085-60946:085.

9203160097 Forwards Security Plan.Safeguards Contingency Plan & Security Force
Training & Qualification Plan for ISFSI. Ends withheld (10CFR73.21).
PARKER.T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc-
ument Control Desk). 1p. 60969:256-60969:257.

I. Financial information

9203110152 "Northern States Power Co 1991 Annual Rept" W/920304 Itr.
WINSTON.H.M. Northern States Power Co. 91/12/31. 53pp. 60896:327-60897:018.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co, of New York, Inc. 4pp. 60997:033-60997:036.

9203040297 Advises that util 920128 second & final response to generic Itr 89-13, "Svc
Water Sys Problems Affecting Safety Related Equipment," acceptable.Util implement-
ed each of five recommended actions from generic Itr.

MASCIATONIO.A. Project Directorate 111-1. 92/02/28. PARKER.T.M. Northern States
Power Co. 2pp, 60799:357-60799:358.

9203120325 Informs that licensee 920302 relief request 70 re plant inservice testing
program does not require NRC approval for implementation at current time.
MARSH.LB. Project Directorate 111-1. 92/03/05. PARKER.T.M. Northern States Power
Co. 3pp. 60895:202-60895:205.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,! OCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203180139 Comment on proposed rule 10CFR51 re environ review of applications to
renew operating licenses for nuclear plants. Licensee endorses NUMARC comments.
PARKERJ.M. Northern States Power Co. 92/03/12. Docketing & Services Branch.
23pp. 60936:161 -60936:183.

9203180326 Revises schedule provided in 910731 Itr for completion of control room
mods relating to requirements of NUREG-0737, Suppl I.Two unit outages rescheduled
from Feb 1992 to Nov 1992.

PARKER.T.M. Northern States Power Co. 92/03/12. Document Control Branch (Doc-
ument Control Desk). 2pp. 60989:345-60989:346.

9203170121 Confirms plans to have meeting w/util on 920320 at Region III ofc to dis-
cuss improvements to access authorization program.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. ELIASON.LR. Northern States
Power Co. 1p. 60924:133-60924:133.

9203250296 Forwards application for amends to Licenses DPR-42 & DPR-60. revising
TSs to reflect mods being performed as part of Station Blackout/Electrical Safeguards
Upgrade project.

PARKER.T.M. Northern States Power Co. 92/03/20. Document Control Branch (Doc-
ument Control Desk). 2pp. 61106:243-61106:328.

-9203250300 Application for amends to Licenses DPR-42 & DPR-60,revising TSs to re-
flect mods being performed as part of Station Blackout/Electrical Safeguards Upgrade
project.
PARKER.T.M. Northern States Power Co. 92/03/20. 38pp. 61106:245-61106:282.

-9203250302 Proposed Tech Specs re auxiliary electrical sys & cooling water sys.
* Northern States Power Co. 92/03/20. 46pp. 61106:283-61106:328.

O. Inspection reports, IE Bulletins & correspondence

9203060259 Responds to NRC 901206 Itr re violations noted in insp rept 50-263/90-
019,50-282/90-023 & 50-306/90-019.Corrective actions:inventory of container to iden-
tify any missing safeguards mat! was done.

ELIASON.LR. Northern States Power Co. 91/01/31. Document Control Branch (Doc-
ument Control Desk). 3pp. 60858:153-60858:155.

9202110001 NRC info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203110113 Provides root causes for loss of decay heat removal & unplanned mode
change occurrence during reduced inventory operation on 920220,per Augmented
Insp Team meeting. Causes include difficulty re RCS level.

ELIASON.LR. Northern States Power Co. 92/02/23. Document Control Branch (Doc-
ument Control Desk). 3pp. 60897:048-60897:050.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York. Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203090360 Forwards Relief Request 70 from second 10-yr inservice insp interval to
permit testing of RHR vessel injection relief valve setpoint when core unloaded.
PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 3pp. 60883:069-60883:071.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203090191 Provides new small break LOCA analysis.per request in insp repts dtd
901026.Results will be incoporated into next rev to updated SAR (June, 1992).
PARKER.T.M. Northern States Power Co. 92/03/03. Document Control Branch (Doc-
ument Control Desk). 21pp. 60862:343-60862:363.

9203130055 Forwards safety insp repts 50-282/92-03 & 50-306/92-03 on 920225-
28.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/09. ELIASON.LR. Northern States
Power Co. 2pp. 60886:093-60886:100.

-9203130063 Insp repts 50-282/92-03 & 50-306/92-03 on 920225-28.No violations
noted.Major areas inspected:radiation protection program during refueling
outagejncluding organization,mgt controls & training,exposure control & contamina-
tion.

KOZAK.TJ.,   SNELLW.   Region   3   (Post   820201).   92/03/06.   6pp.   60886:095-
60886:100.inia Power (Virginia Electric & Power Co.). 92/02/28. Document
